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3 November 1958 


MEMORANDUM FOR; Security Officer, DPS/DCI 
SUBJECT : Bureau of the Budget Clearances 


1. Mr. Bissell has approved a CORONA clearance for Mr. 
Roger W. Jones, Deputy Director, Bureau of the Budget, subject to a 
security determination. Please advise if there is any objection. „ 

2. For your Information, Mr. Frank Ecker has been CHAJLICE 
briefed by Mr. Edward Saunders. 
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NRO review(s) completed. 
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